SEVENTY-SECOND  PERFORMANCE 

&xot  %M 

MARCH   5   AND   6.  1897 


Train  leaves  Jamaica  Plain  station  for  Boston  at  10.39 
Electric  Cars  at  intervals  of  about  five  minutes 


3n  J)°nowr  Q^oun^) 


A  Play  in  One  Act 
By  Sydney  Grundy 

Mr.  Harry  H.  Gay 
Mr.  W.  O.  Gay 
Miss  Grace  Chandler 
Mrs.  Prescott  F.  Hall 


Sir  George  Carlyon,  Q.C.,  M.P. 
Philip  Graham  .... 
Lady  Carlyon  ... 
Rose  Dalrymple 


Domestic  Drama  in  Two  Acts 


By  John  Oxenford 


Captain  Oakum 
Samson  Burr 
Augustus  Burr 
Mr.  Smoothly  Smirk 
Stephen  Scatter 
Bob  .... 
Mrs.  Burr 
Alice  .... 


Mr.  George  H.  Wetherell 
Mr.  Richard  Devens 
Mr.  MacGregor  Jenkins 
Mr.  Henry  K.  Swinscoe 
Mr.  Arthur  W.  Rice 
Mr.  Archibald  R.  Tisdale 
Miss  Anne  Lee 
Miss  Helen  C.  Weld 


Stage  Manager 


Mr.  John  Duff 


